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CONFIDENTIAL OECD PARIS 30900 

EXCON 

E.O. 11652 XGDS1 

TAGS: ESTC, COCOM, GW, UR 

SUBJECT: GERMAN DATA SYSTEM TO THE USSR-IL 1572 
REF: COCOM DOC (75)2421 

1. URGENCY PROCEDURE: 1 DATA SYSTEM ON 160 TO THE CLINIC 
OF PAEDIATRICS & CHILD SURGERY, MOSCOW, UL. SCHMITOWSKII 

29 FOR USE AS SUPPLEMENT TO CORRESPONDING NUCLEAR MEDICAL 
EQUIPMENT FOR RECEIVING, PROCESSING.AND STORING OF MEA- 
SURED VALUES. VALUE $98,640. 

2. ON 160 IS IDENTICAL WITH DATA SYSTEM ON 150 DIFFERING 
ONLY WITH EXTERNAL DESIGN. SEE COCOM DOC(75)1991 AND CO- 
COM DOC. (75) 2350. 

3. URGENCY PROCEDURE INVOKED BECAUSE DATA SYSTEM IS TO 
BE DEMONSTRATED AT A MEDICAL SYMPOSIUM IN MOSCOW DURING 
EARLY JANUARY 1976 AND MUST BE SHIPPED BEFORE DEC. 12, 

1975. US VIEWS ARE EXPECTED NO LATER THAN 12/2. 
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Copy: SINGLE 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: GarlanWA 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 19750ECDP30900 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D75041 2-0257 
From: OECD PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 975/newtext/tl 9751 17/aaaaafrt. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: GarlanWA 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 May 2003 by GarlanWA>; APPROVED <28 MAY 2003 by GarlanWA> 
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Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 

Subject: GERMAN DATA SYSTEM TO THE USSR-IL 1572 
TAGS: ESTC, GE, UR, COCOM 
To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



